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Che Mint of the Anited States at Philadelphia, Penn, ~ 


ASSAY DEPARTMENT, 





NARA RG104, Entry 1, Box 120 


[Abstract:] Forwards sample of ore to be assayed for Senator Windom. 43 
Treasury Department, 

Office of the Director of the Mint, 

Washington, D.C., 

January 13, 1880 

Sir: 


I transmit you by current mail a sample of ore handed to me by Senator Windom, and 
will thank you to cause the same to be assayed and the Assayer’s report forwarded to this Office. 


Very respectfully, 
Horatio C. Burchard 
Director 

A. Loudon Snowden, Esq. 


Supt. Mint U.S. 
Philada. 


[Noted on back:] 


(Jany. 19 /80, Report of assay filed herein.) 


[Enclosed note: ] 
The Mint of the United States at Philadelphia, Penn., 
Assay Department, 
January 19, 1880 
Ore from Director of Mint (for Senator Windom). 


374 Ozs. of Silver per ton trace of gold. 


E.B.E. 


